*7ahe Denny's Observation Boats 

for the 85-mile Kingston, Canada trip or the 
45-mile tour around the 1000 Islands. The 
finest fleet on the St. Lawrence River—Govern¬ 
ment inspected, new, glass enclosed, rest 
rooms. Fast, Safe and Comfortable 
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